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' r, 'ii ?r 


QUA 367? -63 
5 July 14*63 


umuHAHDm i’"OK: 


Cniel , Materiel Division, Dc»A 
Drocureiaent of Coiammi cat ions Equipment 


25X1 A 


X. xn anticipation of an 

rad io oper a tors^onjro^ *^£®' traiulng ot all interested 

t“r ?o r an“at in thts°train?n g rthe°ioll^lnB is requi red = 


25X1 A 


practice oscillator. numuiactureo by 
Cost - $21.64 each * $42. Oo. 


25X1 A 


25X1 A 


2. These oscillators should be shipped M 

a?,?xtr,nat a detMlfo n V "L^ro~nt S .Jr be obtiined iron 

1 extension 627a. 


25X1 A 


mm 


hi ei , CoMtuni cat ions .Division , 


USA-il 


25X1 A 


Distribution: 

Original - Addressee 
I - CGMMO L-2 
1 - Chrono 

ip/OSA 
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